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C~ 124 NBR 21042 ARRIVED 


18/2135 2. RAMEY MATS DET HAD 


ADVISED THAT TWO HR TURN AROUND WOULD BE ATTEMPTED* ACFT HAD TAXIED 

OUT FOR TAKE-OFF WHEN BAD HYDRAULIC PUMP WAS FOUND® DURING TIME IN1ER- 

VM. REQUIRED CHANGE PUMP, NAVIGATOR CREW R EST RAH OUT. ACFT NOV IN CO 

MISSION. EARLIEST POSSIBLE DEPARTURE FROm ) IS NOW I9/I400L DUE 
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CREW REST® 

g o DEPENDING ON PRIORITY OF TAKE MOVEMENT, MOST PRACTICAL PLAN 
MAY BE HOLD TAKE MSN 3256 AND SEND WITH MSN 3257 TAKE® PRESENT 


0124 POSSIBLY COULD BE HELD FOR THIS PURPOSE. ADVISE. 
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